APPENDIX.
RESERYOIR, SAN DIEGO COUNTY, CALIFORNIA.
atershed, 5 square miles; elevation of base of dam above sea-level, 433.5 feet.]
	Surface Area. Acres.	Capacity of Reservoir. Acre-feet.	Remarks.	
	12	110	1	
	18	190		
	24	290		
30		430		
41		610		
53		850		
	62 70 83 96	1,190 1,460 1,850 2,290		Hydraulic-fill   dam,   complete^. >    1895, to 66-foot contour. Outlet at base of dam.
	113	2,820		
	129	3,420		
	152	4,120		
uu	181	4,950		
100	205	5,920		
140	444	18,890	J	
LAKE HEMET RESERVOIR, RIVERSIDE COUNTY, CALIFORNIA.
[Area of watershed, 65 to 100 square miles; elevation of base of dam, 4200 feet.]
Height			
above Base of Darn.	Surface Area.	Capacity of Reservoir.	Remarks.
Feet.	Acres.	Acre-feet.	
40.0	2.0	33	
45.0	2.3	73	Lowest outlet at 45 feet.
50.0	3.0	113	
60.0	29.0	332	
70.0	62.0	773	
80.0	103.0	1,603	
90.0	133.0	2,787	
100.0	187.0	4,391	
110.0	252.0	6,598	
120.0	328.0	9,512	
122.5	365.0	10,500	Top of darn as completed 1895.
130.0	486.0	13,590	
140.0	601.0	19,077	
150.0	738.0	25,836	
